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Afaaq Lab 


File No. : A1000131 M Age/Gender: 29 Years 1 Month Male 


Name : olaa j daaa J gaa dal aaa Phone 


MOHAMED AHMED MAHMOUD MOHAMED RADWAN Passport :  A28071672 
Ref. Doctor: Reg. Date : 18/10/2021 11:35 AM 
Branch : A- œS ihl Report Date: 18/10/2021 07:09 PM 





Molecular Biology Unit 


Test Name Result Unit Ref. Range 


Covid 19 by PCR Negative ; Negative 


Comment : N.B. Source : Nasopharyngeal Swab. 
Covid 19 RNA PCR Test done by automated real time PCR. 
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